BILL NO. S-71-05- O L> 


SPECIAL ORDINANCE NO. S- / 7/ 


AN ORDINANCE approving contract with JOHN 
DEHNER, INC. for emergency work on water main 
in Williams Street at Barr Street. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


SECTION 1. That the contract and emergency resolution 


approved April 27, 1971, between the City of Fort Wayne, by and 
through its Mayor and the Board of Public Works, and JOHN DEHNER, 
INC., for: 


Raising approximately 200 feet of 36" water 
main in Williams Street at Barr Street, 
including replacement of all pavement and 
sidewalk damaged or removed and restoration 
of working area (Inner-City Storm Relief 
Sewer Project) , 


for a total cost of $8,527.59, all as more particularly set forth 
on CITY UiILlTIES PURCHASE ORDER NO. 1212, which is by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




Read the first time in full and on motion by 

and duly adopted, read the second time by title and referred 



seconded by 


to the (Committee on) 




< rri ^ fli f 


. Commission f o r - ' recomm e nd a ti o n) ( and -Pj^^ie -ftearirng to be-heid- after due legal notice, 

at the Council ..Chambers., City Hall , Fort Wayne, Indiana, on — 

the day of 19 , at o'clock 


P.M. , E.S.T. 
Date : 




Read the third time in full and on motion by 


seconded by 





and duly adopted, placed on its passage. 


Passed ( hO ST) by the following vote; 
AYES JZL> NAYS , 


ABSTAINED 


ABSENT 


Adams 
Dunifon , 

Fay ^ 

Geake 
Nuckols 

Robinson ^ 

Rousseau 
Steigerwald 
Tipton 


/ 


to -wit: 




Date 







City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

( Gf.flftTra.1 H Annexation^ ( Special ) ( Atreropriation ) Ordinance ^Resolution) No S // 







Mayor 


Bill No. S-71-05-06 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving contract with JOHN DEHNER. INC, for emergency work on water main in Williams 

Street, ..at Barr Street, 



have had said Ordinance under consideration and beg leave to report back to the Common 

Council that said Ordinance ^ t PASS. 

JACK K. DTTNTFONj Chairman 

WILLIAM K. GEAKFi , Vice-Chairman 


THOM AS 0 . A DAMS. 


JOH N N TIO K QLS- 


HHR BH R .T G . T IPTON. 


CONCURRED IN 

DATEjL^±-CJi_FUAD G. BONAHOOM, CITY CLERK 


